From: Piro, Peter (DPH) <Peter.Piro@MassMail.State.MA.US> 

Sent: Tuesday, August 3, 2010 10:25 AM 

To: Salemi, Charles (DPH) <Charles.Salemi@MassMail.State.MA.US>; O'Brien, Elisabeth 

(DPH) <Elisabeth.O'Brien@MassMail.State.MA.US>; Saunders, Della (DPH) 
<Della.Saunders@MassMail.State.MA.US>; Glazer, Lisa (DPH) 
<Lisa.Glazer@MassMail.State.MA.EFS>; Corbett, Kate (DPH) 
<Kate.Corbett@MassMail.State.MA.ErS>; Feiden, Stacey (DPH) 
<Stacey.Feiden@MassMail.State.MA.ErS>; Khan, Annie (DPH) 
<Annie.Khan@MassMail.State.MA.US>; Frasca, Daniela (DPH) 
<Daniela.Frasca@MassMail.State.MA.ErS>; Renczkowski, Daniel (DPH) 
<Daniel.Renczkowski@MassMail.State.MA.US>; Medina, Nicole (DPH) 
<Nicole.Medina@MassMail.State.MA.US>; Tran, Mai (DPH) 
<Mai.Tran@MassMail.State.MA.US>; Lawler, Michael (DPH) 
<Michael.Lawler@MassMail.State.MA.US>; Tan, Zhi (DPH) 

<Zhi.Tan@MassMail. State.MA.US> 

Subject: GC Training 


A new version of Chemstation has been installed on GC # 1,2, 3, and 4 and the instruments are ready to be used. 
However, before chemists start using the instruments I’d like to schedule training classes for everyone with 2-3 people in 
each class. Once training is completed, chemists can start using the instruments for their samples. Please drop into 
GC/MS to schedule a class time. 

Thanks 

-Peter 
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